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CLUB BENSON & HEDGES 

SMOKERS WELCOME 




It B KEAiNON* IfEIMiliS 



15 mg 'ui.' I 1 mg nicotine 
iv. pet cigiieni by FTC method 


SURGEON GENERAL S WARNING Cigeiatte 
Smoke Contains Carbon Mononde 














